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?xi, JilS Sorry about thu delay in going over M*a last j5rd-elass laailing docs. Grot up earler 
than usual iuhopes? of , citing done today. 

CU75S115SI. ■■£ 1 have trouble bolicviug this report, I also nave trouble accepting the F2L 
investigation of it, and not alone in the brevity. I seem to have sons recollection, but one 
of the obvious things Biasing is how the ns port from iiuth itock reached the i'iil. And, it is 
typical of a iUse Oswald setup. Those two stations are close to UiO's address. 1 suspect 
there is a typo in the Wyna^Dizie address, that it is 400*- Jrytania, which parallels hagaaine 
end is close,, I'vo forgotten how close, There was much rumor in that general area, some 
without doubt false, soae checked inadequately, and what is no less troubling, sorau not 
chucked at all. I am keeping, filing wader falso Oswald, ii.O. 



